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etnth 
OXC ~ 0245 
15 January 1960 
: MEMORANDUM FOR : Deputy Director (Pians) 
| THROUCH : Acting Chief, ney -” 


: OXC-O143 dated 36 November 1959 


| 1. Firewel's revised proposal, Gated 5 January 1960, for the development 


) of two (2) complete environmental control systans for OXCART is attached as 
20X1A -Reclosure #1. The totel cost of Firevel's develoyaent program is 

! ineluding fee. The stheduled time for of the eben program 
ia estimated by Firevel to be fifteen The Firewel. has been 


25X1A red *y | = we. CL. 
fohngon's viewa on Firewel propose). ave being reafiied for the OXCART 
| suppliers meeting, 21 January 1960. 


pean a. A cost re MN See opp eaghodarhe Aebeeh is atteched as 
Mnqlosure #2, ‘the price includes performance of all tests, stated 
ih Pert IV, Test Progran, Biclosure #1, to be performed at Firevel and other 


25X1A 3. The FY 1960 OXCART budget contains the sun of EE r 
OXCART environmental control systen. =o. 


we 
Deputy Chief, Development Branch 
DPp-po/P 


Copy 1 - Addressee w/2 encls. 

2 = AC/DPD w/o encls. 

3 - Contracts/DPD w/o encls. 
4&5 = CH/DB/DPD w/o eancls. 

6 - RI/DPD w/o enels. 
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